to operate the locomotive and tractor required to move the transformer
onto the section.  He also expected Danny to help him connect 1,000 feet
of high voltage cable to the power center and to remove and reinstall
brattice curtain that would have to be taken down to make the installa-
tion.^ Bryant voiced no objection to performing this work which would take
him underground into the 32 to 36 inch coal and would require considerable
physical activity in the same bent over position that would be required
to set jacks. 29/ Jack setters and timbermen usually work on their hands
and knees in low coal or squat and crab around on their haunches.

As we have seen, after Bryant refused Lloyd White's order to set
jacks, White directed that Bryant be suspended with intent to discharge
for repeated insubordination in accordance with the applicable provisions
of the collective bargaining agreement. White's position was: '"I am not
going to get into a situation here or anywhere else to where if I give
a man a job to do that he doesn't want to do and he can just simply say
I am sick and that is it." RX-5, p. 6.

Thereafter, Bryant, accompanied by his wife, was seen by Dr. Fo'nesca
in the emergency room of the Norton Community Hospital at 6:39 p.m., the
evening of March 7, 1980. According to the emergency room record he came
in ambulatory complaining of a sore throat and nausea.  The admitting nurse
did not record that he was suffering abdominal pain. He was not running

29/ Bryant's willingness to perform work for Canady conflicts with his
statement to White that "if we was working outside I could make it, but
if I had to go inside, even on maintenance, I would probably have went
to the doctor."  (RX-5, p. 10).
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